CLEARY AUDITORIUM and 
MEMORIAL CONVENTION HALL 


Windsor, Ontario, Canada 
Canada’s International Convention Centre, erected 
to the memory of the late Francis Cleary, and in 
grateful tribute to those men and women of the 
Windsor area who gave their lives in World War 
1, World War Il, and the Korean War. 
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